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भाग - खण्ड 4 

PART I - SECTION 4 
रक्षा मंत्रालय द्वारा जारी की गई अफसरों की नियुक्तियों, पयोम्नतियों, छुट्टियों मादि से सम्बंधित अधिसूचनाएं 
Nntifications regarding Appointments , Promotions, Leave , etc . of Officers issued by the 

Ministry of Defence 


- 


- 


- - - - - - - - - - 


( राष्ट्रीय रक्षा अकादमी ) 
सं० 2458, तारीख 1 अक्तूबर 1965 - राष्ट्रपति निम्न 
लिखित नियुक्ति करते हैं : 

श्री डोरायस्वामी शिवनन्दम पिल्ले को तारीख 22 जुलाई, 
1965 से , 2 वर्ष की परख पर, बर्मी भाषा के अस्थायी लेक्चरर 
के रूप में । 

एन० रंगाराजन , अवर सचिव 


रक्षा मंत्रालय 
नई दिल्ली , दिनांक 16 अक्तूबर 1965 

निरीक्षण महानिदेशालय 
सं० 2456, तारीख 30 सितम्बर 1965 - राष्ट्रपति निम्न 
लिखित नियुक्ति करते हैं : -- 
( अ ) श्री एस० परसुराम , स्थाई अधीक्षक को स्थानापन्न 

रूप से पर्यवेक्षण अफ़सर 
(i ) 9 फरवरी , 1965 से 29 मई, 1965 तक 

श्री जे० के० दास गुप्ता स्थाई अधीक्षक / अस्थाई 

पर्यवेक्षण अफ़सर के स्थान पर , जो छुट्टी पर हैं । 
( ii ) 31 मई , 1965 से 9 जुलाई , 1965 तक श्री 

जी० बी० पन्त , स्थाई अधीक्षक / अस्थाई पर्यवेक्षण 
अफ़सर के स्थान पर, जो छुट्टी पर हैं । 
26 जुलाई , 1965 से 25 अगस्त , 1965 तक 
श्री आर० एल० गुप्ता , स्थाई अधीक्षक / अस्थाई 
पर्यवेक्षण अफ़सर के स्थान पर , जो छुट्टी 


( सेमा शाखा ) 
सं० 2462, तारीख 30 सितम्बर 1965 - - राष्ट्रपति 
निम्नलिखित नियुक्तियां करते हैं :---- 

सेना मुख्यालय 

( जी० एस० शाखा ) 
श्री एम० पी० गौड़, स्थाई पर्यवेक्षण अफ़सर को स्थानापन्न 
सी० एस० ओ० श्रेणी - - 2 के पद पर, 7 अक्तूबर , 1964 
से 16 नवम्बर , 1964 तक मेजर वाई० एल० चड्डा जी० एस० 
ओ० श्रेणी -2 के स्थान पर , जिन की पदोन्नति कर दी गई है । 

श्री जे० ए० जैकब, स्थाई अधीक्षक को स्थानापन्न पर्य 
वेक्षण अफ़सर के पद पर , 7 अक्तूबर , 1964 से 16 नवम्बर, 
1964 तक श्री एम० पी० गौड़ के स्थान पर , जिनकी पदोन्नति 
कर दी गई है । 

एम० डी० डालाकोटी, सहायक मुख्य प्रशासन अधिकारी 


( ब ) श्री एस० डी० नेहन , स्थाई अधीक्षक को 19 

अप्रैल, 1965 से 30 मई , 1965 तक स्थानापन्न रूप 
से पर्यवेक्षण अफ़सर , श्री जी० बी० पन्त , स्थाई 
अधीक्षक / अस्थाई पर्यवेक्षण अफ़सर के स्थान पर, जो 
छुट्टी पर हैं । 
के ० एम० सुब्रह्मण्यं, सहायक मुख्य प्रशासन अधिकारी 


मुख्य प्रशासन अधिकारी का कार्यालय 
सं० 2457, तारीख 30 सितम्बर 1965 - राष्ट्रपति , 
श्री आई० के० महगल , स्थायी अधीक्षक को 22 फरवरी , 
1965 में 4 अगस्त , 1965 तक , स्थानापन्न रूप से पर्यवेक्षण 
अफ़सर के पद पर , श्री एच० एल० नय्यर , स्थायी अधीक्षक / 
अस्थायी पर्यवेक्षण अफ़सर , के स्थान पर जोकि अवकाश पर 
हैं , नियुक्त करते हैं । 

वी० फराओ, सहायक मुख्य प्रशासन अधिकारी 
M284GI /65 


थल सेना मुख्यालय 

क्यू० एम० जी० कांच 
सं० 246 3, तारीख 27 सितम्बर 1965 - राष्ट्रपति , श्री 
शेर सिंह स्थायी अधीक्षक को स्थानापन्न पर्यवेक्षण अफ़सर , 
25 जुलाई 1965 से 3 जुलाई, 1965 तक के समय के लिए , 
श्री एन० के० सैन गुप्ता के स्थान पर जो कि अवकाश पर थे 
नियुक्त करते है । 

के० एस० सुब्रह्मण्यं , सहायक मुख्य प्रशासन अधिकारी 
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सं० 2491, तारीख 3 अक्तूबर 1965 -- श्री पी० एल० 
कुमार, स्थायी उप -निदेशक तथा स्थानापन्न जौएंट निदेशक , 
सैनिक - भूमि और छावनी, का 25 अगस्त , 1965 को देहांत 
हो गया । 


एम० पी० मदन , अवर सचिव 


सं० 2470, तारीख 8 सितम्बर 1965 --- राष्ट्रपति ने 
निम्नलिखित व्यक्तियों की तरक्की की है :--- - 

टैरिटोरियल आर्मी 

इन्फैन्ट्री 

सूबेदार के रंक में तरक्का 
नायब सूबेदार जमुना दास ( टी० जे० 802 ) , नायब 
सूबेदार सरदार सिंह (टी० जे० 661 ) और नायब सूबेदार 
गुरू भगत सिंह (टी० जे० 842 ) 1 जनवरी, 1965 । नायब 
सूबेदार ए० के० दत्त ( टी० जे० 510 ) , नायब सूबेदार जी० 
सी० राय ( टी० जे० 546 ) , नायब सूबेदार एस० चक्रवर्ती 
( टी० जे० 509 ), नायब सूबेदार पी० एल० भट्टाचार्जी 
( टी० जे० 545) , नायब सूबेदार ए० अरविन्दकशन (टी० 
जे . 686 ) , नायब सूबेदार एल० हमार (टी० जे० 706 ) , 
नायब , सूबेदार सी० लुशाई ( टी० जे० 709 ), नायब सूबेदार 
एच० लसेर ( टी० जे० 710 ) और नायब सूबेदार एस० के० 
नाग ( टी० जे० 792 ) 1 फरवरी , 1965 । 
___ नायब सूबेदार जे० डी० अस्तपति (टी० जे० 857 ) 
1 जून , 1965 । 

नायब सूबेदार पी० राजागोपालन (टी० जे० 136 ) 
और नायब सूबेदार जी० एस० नायर (टी० जे० 737 ) 
5 जुलाई 1965 । 

गणेश स्वरूप , अवर सचिव 


( नौसेना विभाग ) 
सं० 2495, तारीख 28 सितम्बर 1965 -~- राष्ट्रपति 
निम्नलिखित नियुक्तियां करते हैं । 
___ श्री एम० डी० प्रसाद , स्थाई महायक नौसेना स्टोर अफ़सर 
श्री टी० ए० हरिहर जिन्हें दिन की छुट्टी दी गयी है, के 
स्थान पर स्थानापन्न उप -नौसेना स्टोर अफ़सर के पद पर, 7 
जून से 9 जुलाई , 1965 तक । 

एन० रंगाराजन, अवर सचिव 


( वायुसेना विभाग ) 
मं० 2496, तारीख 26 सितम्बर 1965 - ~ राष्ट्रपति 
निम्नलिखित को संशोधित वायुसेना अनुदेश 49/ 51 के अन्तर्गत 
जो भारत सरकार, रक्षा मंत्रालय के पत्र सं० वायुसेना मु० / 
676 5 / 42/पी० ओ० 2/ 5814/डी० ( ए० ) तारीख 28 
अप्रैल, 1952 तथा वायुसेना मु०/ 22311/ 20/पी० ओ० 
3/ 1758/डी० ( ए०-III ) तारीख 26 फरवरी , 1965 ( संशो 
धित ) के माथ पठनीय है, स्थायी कमीशन ( परखाधीन ) 
प्रदान करते हैं : 


सं० 2487 , तारीख 27 सितम्बर 1965 -- - श्रम और 
रोजगार मंत्रालय भारत सरकार द्वारा अफ़सर के केन्द्रीय 
समूह में नियुक्त किए जाने पर निम्नलिखित श्रम अफ़सर ने 
केन्द्रीय आर्डनेंस रिपो चियोकी में उसके नाम के सामने दी गई 
तारीख से अपना कार्यभार संभाल लिया है : - - 

सैनिक आर्डनेंस कोर 
श्री रमेशजी धोन - 10 जून , 1965 ( पूर्वाह्न) । 

का० के० रमणमूर्ति , अवर सचिव 


mein- - - - - - 


+ 


- + 


- 


- 


सं० 2488, तारीख 29 सितम्बर 196 5 -- निम्नलिखित 
सिविलियन असिस्टेन्ट सिक्योरिटी आफ़िसर को उनके सामने 
दी गई तिथि से स्थाई घोषित किया जाता है : - - 

बिजली और मशीनी इंजीनियरिंग कोर 
श्री मक्खन सिंह कहतीन 1 अप्रैल, 1960 । 

एन० रंगाराजन , अवर सचिव 


भारतीय वायुसेना 
जनरल ड्यूटीश ( पाइलट ) जांच 
( भूतपूर्व फ्लाइट कैडेट पाइलट अफसर के पद पर ) 

सैम्यूल जयवन्त क्लाइव ( 8661 ) ; गिरीश चन्द्र मेहरा 
( 8664) ; कमल कुमार मल्होत्रा ( 8669) ; भूपिन्द्र सिंह 
( 8671 ; जोसफ पीटर सलदान्हा ( 8672 ) ; धर्म देव 
भरल ( 8677 ) ; सुभाष भार्गव ( 8685 ) ; आशुतोष 
कुमार त्रिपाठी ( 8686 ) ; देवेन्द्र कुमार शर्मा ( 8689) ; 
जोसफ क्रिसोलोगो मेन्डेस ( 8691 ) ; रेमन्ड हेनरी क्रिस्टोफर 
वाज़ ( 8701 ) ; श्रीकृष्ण गजानन खोन्डे ( 8706) ; मुकुन्द 
श्रीधर उपाध्याय ( 8708; ) दीपक शरदचन्द्र काणिक ( 8719) ; 
मकम गोपाल राव ( 8721) ; बलबीर जोध सिंह ( 8722 ) ; 
सतवन्त सिंह ( 8723) ; रविन्द्र सिंह सोडी ( 8737) ; 
शैलेन्द्र नाथ बाजपयी ( 8741 ) ; रमाकान्त अग्रवाल ( 8742 ) ; 
बरनाबस ज्योफ्री पाल ( 8746 ) ; विश्वनाथन नागराजन 
( 8753) ; पुरुषोत्तम सिंह उपमन्यु ( 8758) ; 
कलाथर रंगास्वामी गोपाल ( 8763 ) ; चिन्दाबरम् 
सारंग -पाणी चन्द्रशेखरण ( 8768) ; सुरेश चौधरी 
( 8773) ; बैजनाथ तिवारी ( 8774 ) तथा नरसिम्हा 
किशोर बृन्दावन ( 8778) , 1 अगस्त , 1964 । 

श्याम सुन्दर सिंह चौहान ( 8780) - 2 अगस्त , 1964 । 


सं० 2490, तारीख 28 सितम्बर 1965 - राष्ट्रपति ने 
निम्नलिखित अफसर को रिटायर होने की अनुमति दी है : - - 

टैरिटोरियल आर्मी 

टेरिटोरियल कमीशन 
केप्टन के० एस० के० उर्स ( टी० ए० 40433 ) 
आर्टलरी, 4 जुलाई , 1965 । । 

गणेश स्वरूप , अवर सचिव 


( सैनिक - भूमि और छावनी सेवा ) 
सं० 2493, तारीख 28 सितम्बर 1965 --- सैनिक भूमि 
और छावनी सेवा श्रेणी II ( अस्थायी ) में सैनेट्री सुपरिन्टेन्डेंट 
( श्रेणी III ), छावनी फंड सेवा के श्री कान्तानाथ गोविन्द भीडे 
को 5 नवम्बर, 1963 से 18 नवम्बर , 1963 तक नियुक्त किया 
जाता है । 

एनए रंगाराजन, अवर सचिव 


सं0 2497, तारीख 1 अक्तूबर , 1965- --- राष्ट्रपति निम्न 
लिखित को संशोधित वायुसेना अनुदेश 49/ 51 तथा 23/ 48 के 
अधीन जो भारत सरकार, रक्षा मंत्रालय के पत्र सं० वायुसेना 
मु०/ 6765/ 42/पी०ओ० 2 / 58/ 14/ डी० ( ए० ) तारीख 28 
अप्रैल , 195 2 तथा वायुसेना मु0/ 22311 / 20/पी० ओ० 3/ 1758/ 
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( 18 जुलाई, 1964 को प्रकाशित भारत सरकार के राजपत्र , 
रक्षा मंत्रालय ( वायुसेना विभाग ) अधिसूचना सं० 1620 , 
तारीख 6 जुलाई , 1964 को रद्द किया जाता है जहां तक वह 
उपरोक्त अफसरों से संबंधित है ) । 


गिरवर सिंह बरेथ 


( एम० 30628 ) ( 9589 ) ई० 
सी0 - - 17 अप्रैल , 1965 । 

जी० सैन , अवर सचिव 


सं० 2499, तारीख 26 सितम्बर, 1965-~ - राष्ट्रपति निम्न 
लिखित को वायुसेना अनुदेश 5 / एस०/ 63 के अधीन , पाइलट अफसर 
के रैंक में थोड़े समय का सेवा कमीशन ( परखाधीन ) प्रदान करते 


भारतीय वायुसेना 

टेक्निकल ( इंजीनियरिंग ) बांध 
रजनीश प्रकाश ( 7996 )- -- 21 अक्तूबर, 1963 । 

के० पी० रबीन्द्रनाथन, अवर सचिव 


डी० ए० - III ), तारीख 26 फरवरी, 1965 ( संशोधित ) के साथ 
पठनीय है, स्थायी कमीशन ( परवाधीन ) प्रदान करते है :---- 

भारतीय वायुसेना 

जनरल ड्यूटीज ( पाइलट ) गांच 
( भूतपूर्व फ्लाइट कैडेट पाइलट अफसर के पद पर ) 

भारत भूषण सोनी ( 9392) ; कुंवर महेन्द्र सिंह तोमर 
( 9393) ; विपिन अरोड़ा ( 9394) ; गुरदीप सिंह ( 9395) ; 
नम्बी रंगाचारी ( 9396 ) ; हरिन्दरपाल सिंह ( 9397 ) ; मोहिन्दर 
सिंह रंधावा ( 9398 ) ; प्रकाश दामोदर मालवंकर 
( 9399) ; गुरचरण सिंह कांग ( ( 9400) ; नटराजन सेनथिल 
नाथन ( 9401 ) ; देबोनतो राय ( 9402 ) ; कुशलपाल सिंह 
( 9403) ; देलिन्दर जसवन्त सिंह कोहली ( 9404) ; कुलदीप 
नारायण ( 9405) ; गुरमरण सिंह ग्रोवर ( 9407 ) ; कृष्ण 
कुमार केरपाल ( 9409 ) ; महेश चन्द्र गुप्त ( 9410 ) ; किशोरी 
प्रसाद कार ( 9411 ) ; प्रकाशनाथ शर्मा ( 9412 ) ; समर 
बिक्रम शाह ( 9413) ; शंकर राय ( 9414 ) ; रविन्दरकुमार 
पुरी ( 9415) ; सरबजीत सिंह अहलुवालिया ( 9416 ) ; ईश्वर 
सिंह ( 9417 ) ; सर्व जीत सिंह सिदान ( 9419 ) ; सुरिन्द्र सिंह 
बाली ( 9420 ) ; शिरुमलाई अहोबालाचार्य अनंथा पद्मनाभन 
( 9421 ) ; देनिस रजिन्दर हैरिसन ( 9422 ) ; ओदपाल फुथ 
सोग ( 9423 ) ; फली जल ईरानी ( 9426 ) ; बलविन्दर जीत 
सिंह सन्घु ( 9427 ) चक्रवर्ती जोरावर सिह सन्दू ( 9428) ; 
सुरेश प्रेमचन्द मलकानी ( 9429) ; मोहिन्दर सिंह ( 9430) ; 
अशोक कुमार दासगुप्त ( 9431 ) ; राजेन्द्र सिंह टंडन ( 9432) ; 
सुधीर दिवाकर मंजरेकर ( 9433 ) पीटर कार्ल फ्रांसिस डी -सूजा 
( 9434 ) ; रमन कुमार कोछड़ ( 9435 ) ; सुरिन्दर सिंह चीमा 
( 9436) ; कमल शमशेर राणा ( 9437 ) ; नरेश चन्द्र 
( 9438) ; अभरेस मुखर्जी ( 9439) ; प्रमोद साहनी ( 9440 ) ; 
हरविन्दर सिंह ( 9441 ) ; प्रदीप मधुकर मुखेदकर ( 9442) ; 
लखिन्दर पाल सिंह पन्नू ( 9443) ; नरिन्दर सिंह ( 9444 ) ; 
स्वीश मोहन नन्दा ( 9445) ; सुबोध कुमार रस्तोगी ( 9446) ; 
रमेश चन्द गोसाई ( 9447 ) ; अनिल कुमार दामोदर भिंगारकर 
( 9448 ) ; ध्रुवदेव मुकर्जी, ( 9449) , जगदीश सिंह ( 9450 ) 
और मोहन विनायक गोरे ( 9451 ) - - 16 मई, 1965 । 

रणजीत नारायण बिस्वास ( 9424) - 21 मई, 1965 । 
हंसपाल सिंह गिल ( 9408 ) - - 16 जून , 1965 । 

के० पी० रवीन्द्रनाथन , अवर सचिव 


सं० 2500, नारीख 27 सितम्बर , 1965 - -निम्नलिखित 
ए०एम०सी० अफसर को 1 जनवरी, 1963 से आपातकालीन 
कमीशन प्रदान किये जाने के परिणामस्वरूप , राष्ट्रपति उनके वेतन 
तथा पदोन्नति की वरीयता का उसी तारीख से संशोधन करते हैं : --- 


भारतीय वायुसेना 

मैडिकल जांच 
कपल देव दत्त ( एम०एस०---- 6773 अब एम० 30007 ) 
( 6865) --- फ्लाइंग अफसर के रूप में ( परखाधीन ) वेतन तथा 
तथा पदोन्नति की वरीयता 4 अक्तूबर, 1957 से ( इसमें विगत 4 
वर्ष 6 मास और 270 दिन भी शामिल हैं जो उपदान के लिए नहीं 
गिने जायेंगे ) और 1 जनवरी, 1963 से फ्लाइट लेफ्टिनेन्ट परखा 
धोन ) जिसकी वरीयता 4 अक्तूबर, 1958 से । 

( 1 अगस्त , 1964 को प्रकाशित भारत के राजपत्र रक्षा 
मंत्रालय ( वायुसेना विभाग ) अधिसूचना सं01764, तारीख 16 
जुलाई, 1964 को रद्द किया जाता है जहां तक वह उपर्युक्त अफसर 
से सम्बन्धित है ) । 

जी० सेन , अवर सचिव 


सं० 2498, तारीख 27 सितम्बर, 1965 --- राष्ट्रपति निम्न 
लिखित ए०एम० स: ० अफसरों को भारतीय वायुसेना में उपनियुक्त 
होने पर अस्थायी कर्मीशन ( परखाधीन ) प्रदान करते हैं : -- -- 

भारतीय वायु सेना 

मैडिकल ब्रांच 
फ्लाइंग अफसर के पद पर परखाधीन ) 
( कुमारी ) सीलम लक्ष्मी ( एम० 30541 ) ( 8091 ) ई० 
मृणालिनी -- स0 - - 29 दिसम्बर , 1963 । 

वेतन तथा पदोन्नति की वरीयता , 
22 जून , 1963 से इसमें विगत 
6 महीने और 7 दिन भी शामिल हैं 
जो उपदान के लिए नहीं गिने 

जायेंगे । 
( कुमारी ) ऊषा रानी चौधरी ( एम० 30516 ) ( 8096 ) ई० 

सी0 - - 29 दिसम्बर , 1963 । 
वेतन तथा पदोन्नति की वरीयता 5 
जनवरी, 1961 से ( इसमें विगत 
2 वर्ष 6 महीने और 175 
दिन भी शामिल हैं जो उपदान 
के लिए नहीं गिने जायेंगे ) । 


सं० 2501, तारीख 28 सितम्बर, 1965 - राष्ट्रपति 
निम्नलिखित अफसर को नियमित वायुसेना से मुक्त होने पर 7 
जनवरी, 1965 से नियमित वायुसेना रिजर्व में फ्लाईंग अफसर के 
स्थायी रैक में स्थानान्तरित करते हैं : -- 

भारतीय वायुसेना 

जनरल ड्यूटीज ( पाइलट ) ब्रांच 
फ्लाइंग अफसर पी० एम० जोग ( 7294 ) -- - 7 जनवरी , 1965 
से 6 जनवरी , 1970 तक । 

सं० 2502, तारीख 22 सितम्बर, 196 5 - ~ राष्ट्रपति निम्न 
लिखित फ्लाइट लेफ्टिनेंट को स्क्वाड्रन लीडर के स्थायी रेंक में पदो 
नत करते हैं : 

भारतीय वायुसेना 

जनरल ड्यूटीज (पाइलट ) बांध 
बी० के० बिशनोई ( 4594 ) 14 अक्तूबर , 1964 । 

के० पी० रवीन्द्रनाथन , अवर सचिव 
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उस को उसके सामने दी गई तारीख से फ्लाइंग अफसर के स्थायी 
रेंक में पदोन्नत भी किया जाता है : - -- 

भारतीय वायुसेना 

अनरल ड्यूटीज ( पाइलट ) अधि 
आर० एस० राजकुमार, 18 अप्रैल , 1965 । 

मं० 2505, तारीख 30 सितम्बर , 1965-- - राष्ट्रपति 
निम्नलिखित अफसर को अस्वस्थता के आधार पर सेवामुक्त करते 


__ सं० 2503, तारीख 27 सितम्बर, 1965 - - राष्ट्रपति 
निम्नलिखित पदोन्नति करते है : 

भारतीय वायुसेना 

डेन्टल ब्रांच 
स्क्वाड्रन लीडर विंग कमांडर के पद पर 
सी० बररेटो ( डी०आर० 10022 ) ( 5232 ) (पी०आर०सी०-- - 
__ 14 फरवरी, 1965 । 

फ्लाइट लेफ्टिनेंट स्क्वाड्रन लीडर के पद पर 
एस० के० तनेजा ( डी०आर० 10059 ) ( 5764 ) पी०आर० 
सी० --- 30 जनवरी, 1965 । 

फ्लाइंग अफसर फ्लाइट लेफ्टिनेंट के पद पर 
ए० सी० शर्मा ( डी०एस० 11135 ) ( 6684 ) एस०एस० 
आर०सी० - - 21 फरवरी , 1965 । 

जी० सेन , अवर सचिव 


भारतीय वायुसेना 

टेक्निकल ( सिगनल्ल ) आंच 
पाइलट अफसर एफ० एल० सी० परैरा ( 7622 ) ---- 7 अगस्त, 
1965 । 

सं० 2506, तारीख 26 सितम्बर , 1965 -- - राष्ट्रपति निम्न 
लिखित अफसर का थोड़े समय का सेवा कमीशन ( परखाधीन ) 
समाप्त करते है : - - 

भारतीय वायुसेना 

टेक्निकल ( इंजीनियरिंग ) ब्रांच 
रजनांश प्रकाश ( 7996 ) ----18 अगस्त , 1965 । 

के० पी० रबीन्द्रनाथन , अवर सचिव 


सं० 2504, तारीख 22 सितम्बर , 1965 ---- राष्ट्रपति निम्न 
लिखित पाइलट अफसर को जिस को 18 अप्रैल , 1964 से स्थायी 
कमीशन (परखाधीन ) प्रदान किया गया था , पक्का करते है । 


Senior Scientific Officer Grade I ( permt, Junior Scientific 
Officer ) for a period of one year, 9th Sep. 1965 . 

G . JAYARAMAN , Under Secy . 


MINISTRY OF DEFENCE 

New Delhi, the 16th October 1965 
No, 2452 , dated 28th Sep . 1965 . — The President is pleased 
to appoint Shri S . Krishnaswami, I. A . S ., Director of Planning 
& Coordination, Ministry of Defence ( Deptt. of Defence Pro 
duction) as Joint Secretary, Ministry of Defence ( Deptt . of 
Defence Production ) with effect from 27th September , 1965 
( A. N . ) . 

YATINDRA SINGH, Under Secy . 


DTĘ GENERAL OF INSPECTION 


No. 2456, dated 30th Sep . 1965. - - The President is pleased 
to make the following appointments : 


( a ) Shri S. Parasuram , permt. Supdt. to bo Officer Super 
visor, in an officiating capacity 


( i ) From 9th Feb. 1965 to 29th May 1965 vice Shri 

J . K . Das Gupta , permt Supdt. / Offg . Officer Super 
yisor, on leave . 


( ii ) From 31st May 1965 to 9th July 1965 vice Shri G . B . 

Pant, perint, Supdı. / Offg . Officer Supervisor, on leave . 


( iii ) From 26th July 1965 to 25th Aug. 1965 vice Shri 

R . L. Gupta, perint . Supdt . / Offg. Officer Supervisor , 
on leave. 


1965 vire shri G. 


( b ) Shri S . D . Trehn , permt . Supdt. to be Officer Supervisor , 
in an officiating capacity from 19th Apr . 1965 to 30th May 
1965 vice Shri G . B. Pant, permt . Supdt. / Offg. Offlcer Super 
visor, on leave . 


DEFENCE RESEARCH & DEVELOPMENT ORGANISATION 
No, 2453, dated 27th Sep , 1965 . — The President is pleased 
to make the following appointments : 

Defence Science Service 
Shri Ramesh Chandra Gupta, Q . Pt . Senior Scientific Assis. 
tant, Armament Research & Development Establishment 
Kirkec to be tempy . Assistant Inspecting Officer in Resident 
Technical Office and Inspectorate , Bangalore , on probation for 
two years w . e .f . 4th Sep . 1965 ( F . N . ) . 

Shri Bale Gopaliah Venkatasubrahmanyam , tompy. Senior 
Scientific Assistant, Defence Research & Development Labora 
tory, Hyderabad to be temporary Assistant Inspecting Officer 
in Resident Technical Office and Inspectorate , Bangalore , on 
probation for two years w . e .f, 8th Sep . 1965 ( F . N . ) . 

Shri PRABHAKAR GOPALRAO SHROTRI to be tempy . 
Junior Scientific Officer, Institute of Armament Technology , 
DAPODI, POONA on probn . for a period of two years , 19th 
June 1965 ( F. N . ) . 

Shri NAND KISHORE KAPOOR to be tempy. Junior 
Scientific Officer , Institute of Armament Technology, DAPODI , 
POONA on probn. for a period of two years, 19th June 1965 
( F. N. ) . 

KUMARI PRATIBHA GUPTA to be tompy . Junior Scicnti 
fic Officer . Directorate of Psychological Research. R & D Orgn., 
New Delhi on probation for a period of two years, 9th Aug. 
1965 ( F. N . ). 

Shri C . Sivachander to be tempy . Senior Scientific Officer , 
Grade II , Defence Electronics Rescarch Laboratory, Hydera 
bad on probn. for a period of two years, 23rd Aug. 1965 
( F. N. ) . 

No, 2454 , dated 20th Sep . 1965 . — Consequent on acceptance 
of resignation the following Junior Scientific Oficer at Defence 
Research & Development Laboratory , Hyderabad , relinquished 
the charge of appointment : 


K . S . SUBRAMANIAN , Asstt . C . A . O . 


OFFICE OF THE CAO 
No. 2457 , dated 30th Sep . 1965. - The President is pleased 
to appoint Shri I. K . SEHGAL , permt. Supdt., as Officer Super 
visor in an officiating capacity for the pcriod 22nd Feb. 1965 
to 4th Aug . 1965 vice Shri H , L , Nayyar, permt. Supdt. / Offg . 
Officer Supervisor , on leave. 

V , FERRAO , Asstt. C . A . O . 

- - - - - 

NATIONAL DEFENCE ACADEMY 
No. 2458, dated 1st Oct. 1965 . — The President is pleased 
to make the following appointment : 

To be tempy. Lecturer in Burmese on probation for a period 
of two years from the date indicated against his name : 
Shri Doraiswamy Sivanandam PILLAY , 22nd July 1965 . 

N . RANGARAJAN , Under Secy . 


Defence Science Service 
Shri Jagdish Chandra, 22nd June 1965 ( A . N. ). 
DEPARTMENT OF DEFENCE PRODUCTION 

Defence Science Service 
No . 2455 , dated 27th Sep . 1965. — The President is pleased 
to grant an extension of service to Shri S . K . Dutta , tempy . 


- 


- - - 


- - 


- 


To be Fi gade Oficers 
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NATIONAL CADET CORPS 

Rajasthan 
No . 2459, dated 30th Sep . 1965 . — The President is pleased 

Awadh Behari Lal MISHRA (NCCJ / 31226 ) , 29th Apr. 

196 ) , with antodate of seniority for promotion as Third Officer 
to grant coniinission to the following : 

from 5th Apr . 1962 , and as Second Officer from 5th Apr, 
Senior Division ( Army Wing ) 

1955 . 
To be Capt. 

To be Third Oficers 
Punjab 

Punjab 
PARTAP SINGH (NCC / 6252 ) , 1st Dec . 1964 , with sepio 

Ilarjindar Singh BEDI (NCCJ / 7782 ) , 30th Apr . 1965 , with 
rity for promotion as 2 / Lt. from 21st Aug. 1953, as Lt, from 

antedate of seniority for promotion as Third Officer from 
21st Aug . 1956 and as Capt. from 21st Aug . 1961. 

25th June 1963 . 
To be 2 / Lt. ( Signal) 

Rajasthan 
Gujurut 

Nihal Chand SAWA (NCCJ / 31227 ) , 1st July 1965 , with 

antedute of scniority for promotion as Third Officer from 18th 
Rameshchandra Natwarlal CHOKSHI (NCC / 9974 ) , 2310 

Sop . 1967. 
Dec , 1964, with seniority for promotion from 23rd Apr , 1962 . 

Junior Division (Naval Wing ) 
Senior Division ( Army Wing ) 

To he Third Ollicer 
To be Capt. 

Kerala 
Madras 

NEI.LIEKATTU VISWANATHA KURUP (NCCINI 
Aiyadurai SUBBIAH (NCC / 1565 ) , 1st July 1965, with 

25344 ) , 1st Feb . 1960 , with antedate of seniority for promo 
seniority for promotion as 2 / Lt, from 29th Oct , 1953. as Lt . 

tion 25 Third Officer from 7th July 1958 . 
from 29th Oct, 1956 and as Capt. from 29th Oct. 1961. 

Junior Division ( Army Wing ) 
To be Lt. 

To be Third Officers 
Madlıya Pradesh 

Bihar 
Gangadharan SUBHASH CHANDRAN (NCC / 2245 ) , 25th 

Kam Bolak Prasad SINGH (NCCJ / 1378 ) , John AGRAWAL 
Fch . 1965 , with seniority for promotion as 2 / Lt. from 11th 

INCC1 / 1379 ) , Dina Nath SINGH ( NCCJ / 1380 ) , Awadesh 
Mar. 1960 , as Lt. from Uth Mar . 196 .3 . 

Kumar AKELA (NCCI/ 1381 ) , SAJAWAL SINGH (NCCJ / 
To be 2 / Lts. 

1982 ) , Dharni Dhar JHA (NCCV / 1383 ) , PANNA LAL 
Maharuslitra 

PRASAD (NCC ) / 1384 ) , Shanti Prasad PANDEY ( NCCJ) 

1385 ) , 3rd Dec . 1963. 
Vilas Gajanan VALKE (NCC / 665 ), 1st June 1963 , with 
seniority for promotion from 17th July 1962 . 

Anand Mohan Singh ANAND ( NCCT / 1386 ) , AZIZ 

AUMAD (NCCJ / 1387 ) . Shiva Raj SINHA ( NCCJ/ 1388 ) , 
Ramchandra Ganesh SHENDE (NCC ,/ 666 ) , 10th Sep . 1963, Satvu Murti JHA (NCCJ / 1389 ) , KAM EKBAL RAI (NCCJ/ 
with seniority for promotion from 10th Oct. 1960 , 

1990 ) , Huri Shanker NANDA (NCCJ / 1391 ), 14th July 1964. 
Muhva Pradesh 

Uttar Pradesh 
Prafulla Kumar AWASTHY ( NCC / 2244 ), 1st Apr , 1963, 

Gilmour Ethrington FARMER (NCCJ / 13205 ) , 31st May 
with seniority for promotion from 13th Feb . 1964 . 

1965 . 
Senior Division ( Army Wing ) 

Punluh 
To he 2 / Lts. 

HARBANS SINGH (NCCI /7778 ) , Bhupinder Singh 
Madras 

KALRA (NCCJ/ 7779 ) , 26th Mar. 1965. 
Nachimuthugounder KRISHNAMURTHY (NCC / 1551 ) , 

Balwant Singh BRAR (NCCJ/ 7780 ), 6th May 1965 . 
18th June 1963. 

Himachal Pradesh 
Uttar Pradesht 

Jatinder Mohan TARA (NCCJ/ 23639 ), 13th July 1964. 
Lalit Kumar SINHA (NCC / 5020 ) , John Alexander 

Assam 
NATHAN (NCC / 5021 ) , Ram Mohan VARMA (NCC /502 ? ) , 
Padam Lal GIROTI (NCC / 5023 ) . Kartar Singh RANA 

Nagendra Kumar CHAMUAH (NCCJ/ 330 ) . 26th Mar , 
(NCC / 5024 ) , Jagdish Narayan TYAGI (NCC / 5025 ) , Rajen 

1965 . 
dra Pratap SINGH (NCC / 5026 ) , Raja Ram GUPTA ( NCC / 

Kerala 
5027 ) , Narendra Nath MISRA (NCC / 5028 ), Ram Shankar 
DUBEY (NCC / 5029 ) , Shyam Murari DIKSHIT (NCC ) 

AVIRNENI RAMARAO (NCCJ/ 25346 ), NANOO PILLAI 
5030 ) , Hari Bansh Prasad SINGH (NCC / 5031 ) and Sateadra 

PRABILAKARAN NAIR (NCCJ / 25 . 47 ) , PARAMU PILLAI 
Pal SINGH (NCC / 5032 ) , 7th Dcc . 1964 . 

BALACHANDRA KURUP (NCCJ 25348 ) , 31st May 1965 . 
Ghanshyam Das SRIVASTAVA (NCC / 5033 ) . Om Prakash 

Andlira Prudesh 
GOYAL ( NCC / 5034 ) , Suresh Ballabh TRIPATHI (NCC / 
5035 ) , Kamala Prasad SINGH (NCC / 5036 ) , Bishamber Dayal 

RAMARAO TADIKONDA (NCCI/ 41249 ) , LAZARUS 
VAISII (NCC / 5037 ) , Ram Prakash SRIVASTAVA (NCC / 

PEDAPUDI ( NCCJ / 41250 ) , 26th Mar, 1965 . 
5038 ) and Rum Anjorc SHUKLA (NCC / 5040 ) , 30th Dec 

BANKUPALLE VASUDEVARAO (NCCJ / 41251 ) . 
1964 . 

VEDALA JOSEPH RAJKUMAR (NCCJ / 41252 ) . 14th July 
Himachal Pradeski 

1964 . 
Shrimandra Dass JAIN (NCC / 6469 ) , 7th Dec. 1964. 

Gujarat 
Manipur 

Dahyabhai Jerambhai PATEL (NCCJ/ 35171 ) , 31st May 

1965 . 
Mahamed Ali JANAB KHAN (NCC /6817 ), 7th Dec. 1964 . 
Kerala 

No. 2460 , dated 30th Sep . 1965 . — The President is pleased 
Achuthakurup Raghavanpillai BALAKRISHNA PILLAI 

to discharge the following officers from the National Cadet 

Corps w .e . f , the dates indicated against their names : 
(NCC / 7865 ) , 30th Dec. 1964 . 

Scnior Division ( Army Wing ) 
Orissa 
Shaik ATAR ALI (NCC / 8956 ) , 30th Dec , 1964 . 

Punlab 
BONUM DEENABANDHU (NCC / 8965 ) , Tadepalli Ven 

Partap Singh (NCC75807 ). 12th Dec . 1959. 
kata SASTRY (NCC / 8967 ) and Purnananda MOHANTY 

Gujurat 
(NCC / 8970 ) , 28th June 1964 . 

2 /Lt. R . Chokshi (NCC79748 ) , 17th Apr. 1962. 
Junior Division ( Arniy Wins ) 

No . 2461, dated 27th Sep . 1965. - - Consequent on the merger 
To he First Olliccr 

of the NCC Rifles with the Senior Wing NCC w . e . f. 1st Apr . 
Uttar Pradesh 

1964, the President is pleasod to re - allot new porsonal numbers 
Bhagwan Singh RAWAT (NCCJ / 13206 ). 1st Jan , 1965 , with 

to the following : - 
antedate of seniority for promotion as Third Officor from 

Girls Division ( Senior Wing ) 
18th Aug . 1952 . as Second Ofices from 18th Aug . 1955 and 

Punjab 
as First Officer from 18th Aug . 1960 . 

Capt. (Miss ) SURJIT KAUR GREWAL ( Old P . No. NCCI 
To be Second Officers 

GD / 1403 ) (New P , No . NCC / GD / 7000 ) , Capt. (Miss ) RAJ 
Punjab 

KUMARI NAHAN ( Old P . No, NCC /GD / 1404 ) (New P . 
RAWAL SINGH (NCCJ / 7781 ) , 1st May 1965, with ante 

No. NCC / GD / 7001 ) . Capt, (Miss ) UMA RATRA ( Old P . 
date of seniority for promotion as Third Officer from 24th 

No. NCC / GD / 1405 ) (New P . No. NCC / GD / 7002 ) , Capt . 
Nov , 1961, and as Second Officer from 24th Nov. 1964 . 

(Miss) MALTI CHANDHIOK ( Old P. No. NCCR /GD / 


S 


To be como se fogth (IC 659 
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. : 
3503 ) (New P . No. NCC /GD / 7003 ) , Lt. (Miss ) PUSHPA 

Shri J. A , JACOB , permt. Şupdt , to be offg . OS 
LATA (Old P , No. NCC /GD / 1414 ) ( New P . No. NCC /GD / 

Oct. 1964 to 16th Nov. 1964 vice Shri M . P . GOUR promoted 
7004 ) , Lt. (Miss ) JANAK SAXENA ( Old P . No, NCC /GD / 

CSO Gde II 
1416 ) (New P , No, NCC / GD / 7005 ) , l .t . (Mins ) ŞURJIT 

M . D . DALAKOTI, Asstt . C . A . O . 
KAUR ( Old P . No, NCCR /GD / 3507 ) (New P . No, NCCI 
GD / 7006 ) , Lt. (Miss ) SHASHI KANTA KHANNA ( Old P . 

Army Headquarters 
No. NCC GD / 1419 ) (New P . No. NCC /GD / 7007 ) , Lt. 

OMG s Branch 
(Miss ) UPKAR DHULON ( Old P . No . NCC / GD / 1420 ) 

No, 2463, dated 27th Sep . 1965. — The President is pleased 
(New P . No. NCC / GD / 7008 ) , Lt. (Miss ) INDIRA JAIN 

to appoint Shri Sher Singh , permt. Supdt, as offg . Officer 
(Old P . No , NCC /GD / 1425 ) (New P . No. NCC /GD57009 ) , Supervisor for the period from 25th May 1965 to 3rd July 
Lt. (Miss ) PREMINDER KAUR GREWAL ( Old P . No . 

1965 vice Shri N . K . Sen Gupta , Officer Supervisor granted 

leave . 
NCC /GD / 1423 ) (New P , No. NCC /GD / 1423 ) (New P . No. 
NCC / GD / 7010 ) , Lt. (Miss ) SURJIT KAUR DHALIWAL 

K . S . SUBRAMANIAN , Asstt. C . A . O . 
( Old P . No , NCC / GD / 1424 ) (New P . No, NCC /GD / 7011 ) . 
Lt . (Miss ) MOHINDER KAUR (Old P . No, NCCR /GD / 

No . 2464 , dated 17th Sep . 1965 . — The President is pleased 
3502 ) ( New P . No. NCC /GD / 7012 ) , Lt, (Miss ) SATWANT to make the following appointment : 
KAUR ( Old P . No . NCCR /GD / 3504 ) (New P . No. NCC / 

Comds, & Staff 
GD / 70131 Lt ( Miss ) GURBANS BEDI ( Old P . No . NCCR / 

To be Comdr., an Inf, Bde. 
GD / 3505 ) (New P . No. NCC /GD / 7014 ) , Lt. (Miss ) 
NIRMAL SAXENA ( Old P . No. NCC /GD / 1426 ) (New P . 

Lt. Col. ( A / Brig .) Bharat Singh (IC 653 ), Punjab , 27th 

June 1965 . 
No. NCC /GD / 7015 ) , Lt. (Miss ) PADMA VIG ( Old P . No . 
NCCR / GD / 3510 ) ( New P . No . NCC /GD / 7016 ) , 2 / Lt. 

V. SUBRAHMANYAN , Dy. Secy . 
(Miss ) KARMINDERJIT KAUR ( Old P . No . NCCR /GD / 
3508 ) ( New P . No. NCC /GD / 7017 ) , 2 / Lt. (Miss ) PARAM 

No . 2465, dated 25th Sep . 1965 .- - The President is pleased 
JIT KAUR ( Old P . No. NCC /GD / 1430 ) ( New P , No . NCC / to make the following appointment under A .I. 15 / $ /62. 
GD / 7018 ) , 2 / Lt. (Miss ) SHANTA HOTANI ( Old P . No. 

REQULAR ARMY 
NCCR /GD / 3511 ) ( New P . No . NCC /GD / 7019 ) , 2 / Lt . 
(Miss ) SUKHDEV KAUR BAIDWAN ( Old P . No. NCC / 

( Emergency Commission ) 
GD / 1432 ) ( New P . No . NCC / GD / 7020 ) , 2 / Lt. (Miss ) 

To be Lt. ( on probn . ) 
JASBIR KAUR ( Old P . No. NCCR / GD / 3513 ) ( New P , No . 

Kottol Bharath Mohan DAS , M . B ., B .S , ( M - 30537 ) , A . M . C ., 
NCC / GD / 7021) , 2 . Lt. (Miss ) TARSEM LATA OHRI ( Old 29th Dec , 1963 with seniority for pay and promotion from 
P , No . NCC /GD / 1433 ) ( New P . No . NCC /GD /7022 ) , 2 / Lt. 

8th July 1963 ( includes 174 days antedate which will not 
(Miss ) SWARN LATA KUMAR ( Old P . No . NCC /GD / 

count for gratuity ) , 
1434 ) (New P . No. NCC /GD / 7023 ) , 2 / Lt. (Miss ) URMILA 

( M , of D . Notn . No. 985 , dated 16th Apr, 1964 publislied 
NAGAR ( Old P . No . NCC /GD / 1436 ) (New P . No, NCC / 

in the Gazette of India , dated 2nd May 1964 in so far as it 

relates to the above named officer is hereby cancelled . ) 
GD / 7024 ) , 2 / Lt. (Miss ) KULJINDER DHILLON ( Old P . 

No. 2466 , dated 29th Sep . 1965. The President is pleased 
No, NCC / GD / 1435 ) (New P . No. NCC /GD / 7025 ) , 2 / Lt, 

to make the following appointments under Ministry of Defence 
(Misy ) JASPRIT RAMANA ( Old P . No , NCCR / GD / 3514 ) 

letter No. 406 $ / DGAFMS/ MNS / 4099 / D ( M¢d .) , dated 30th 
(New P No. NCC / GD / 7026 ) . 2 / Lt. (Miss SUSHMA 

May 1955 as amended and AI 274 / 50 : 
VOHRA (Old P . No . NCC / GD / 1438 ) (New P , No. NCC / 

REGULAR ARMY 
GD / 7027 ) , 2 / Lt . (Miss ) KULTAR KAPUR (Old P . No . 

Military Nursing Service 
NCC /GD / 1439 ) (Now P . No. NCC /GD / 7028 ) , 2 / Lt. (Miss ) 
JANAK GROVER ( Old P . No . NCC /GD / 1440 ) (New P . 

To be Lt. (on probn .) 
No. NCC / GD / 7029 ) , 2 / Lt. (Miss ) PADMASEHGAL ( Old 

Miss Krishnan , MADHAVI (NS - 13578 ) , 31st Mar . 1964 . 
P , No. NCC / GD / 1441) (New P , No , NCC /GD / 7030 ) , 2 / Lt. 

Miss Swan Kumari, DATTA (NS- 13684 ) . Miss Veena 
(Miss ) KAMINI ROBERTSON (Old P . No. NCC /GD / 1442 ) RANI (NS- 13686 ) , Miss HARJINDER KAUR (NS- 13687 ) , 
( New P . No. NCC /GD / 7031 ) , 2 / Lt. (Mrs . ) JANKI 

Miss Narinder Kaur SIGAT (NS- 13688 ) and Miss Aileen 

CHAPMAN (NS- 13690 ) , 9th Feb , 1965. 
SHARMA (Old P . No . NCC /GD / 1443 ) ( New P . No, NCC / 
GD / 7032 ) , 2 / Lt. (Mrs . ) SHAKUNTALA KHULLAR (Old 

No. 2467, dated 28th Sep . 1965 . — The President is pleased 

to make the following promotions - 
P . No , NCC / GD / 1444 ) ( New P . No . NCC /GD / 7033 ) , 2 / Lt. 
(Miss ) SARLA SL ( Old P . No . NCC / GD / 1445 ) (New P 

REGULAR ARMY 
No . NCC /GD / 7034 ) , 2 / Lt. (Miss ) GURCHARAN KAUR 

Regular Commission 
(Old P . No. NCC /GD / 1446 ) (New P . No. NCC / GD / 7035 ) , 

2 / Lt, to hc Lt. 
2 / Lt. (Miss ) RAJ LAKSHMI ( Old P . No . NCC /GD / 1447 ) 

H . K . Jha (IC 14293 ), Inf., 11th Dec. 1964 . 
(New P . No , NCC /GD / 7036 ) , 2 / Lt. (Miss ) MANORAMA 
PANDIT ( Old P . No. NCC /GD / 1448 ) (New P , No, NCC / 

J . C . Patnaik ( IC 14149 ) , A .O .C ., 11th Dec. 1964 . 
GD / 7037 ) , 2 / Lt. (Miss ) SUSHILA MEHTA (Old P . No. 

REGULAR ARMY 
NCC/ GD / 1449 ) ( New P . No, NCC / GD / 7038 ) , 2 / Lt. ( Miss ) 

Regular Commission (Special List ) 
SURINDER BEDI (Old P . No . NCC /GD / 1450 ) (New P . 
No. NCC /GD / 7039 ) , 2 / Lt. (Miss ) NIRMAL KHURANA 

2 / Lt. to be Lt, 
( Old P . No. NCC / GD / 1451) (New P . No. NCC /GD / 7040 ) . M . Nagasubramanian (SL 724 ), 5th Feb . 1965. 
2 / Lt. (Miss ) NARINDER PAUL CHAUHAN ( Old P . No . 

REGULAR ARMY 
NCC / GD1452 ) ( New P . No, NCC / CD / 7041 ) , 2 / Lt. ( Miss ) 
AMARJIT SIDHU ( Old P , No . NCC /GD / 1453 ) (New P . 

Permanent Regular Commission 
No . NCC /GD / 7042 ) , 2 /Lt. (Mrs . ) SITA DEVI SHARMA 

Mais, to be Lt.-Cols . 
( Old P . No. NCC / GD / 1454 ) (New P . No . NCC /GD / 7043 ) , 

K . V , Rao (MR -725 ), A .M . C ., 15th Aug . 1965 , 
2 / Lt . (Miss ) HARBHAJAN JEET BAJWA ( Old P . No. NCC / 
GD / 1455 ) ( New P . No, NCC / GD / 7144 ) , 

K . V . Subrahmanyam (MR - 714 ) , A . M . Ç ., 16th Aug. 1965 . 

Capt. to be Mal. 
MAHTAB SINGH , Under Secy . 

M , P , Singh (MR - 1694 ), A .M . C ., 9th July 1964 . 

No, 2468 , dated 25th Sep . 1965 , - - The President is pleascd 

to make the following promotion under A .I. 15 / 8 /62 : - - 
( ARMY BRANCH ) 

REGULAR ARMY 
No . 2462 , dated 30th Sep . 1965. — The President is pleased 
to muko the following appointments : 

( Emergency Commission ) 

Lt, to be Capt. ( un probn . ) 
Army Headquarters 

K , B . M . DAS ( M - 30537 ) A . M . C ., 8th July 1964 . 
(G . S. Branch ) 

( M , of D . Notn . No , 1086 , dated 28th Apr. 1965 publishod 
Shri M . P . GOUR , permt. OS to be Offg. CSO Gde II 

in the Gazette of India , dated 8th May 1965 in so far as it 
from 7th Oct . 1964 to 16th Nov . 1964 vice Maj. Y . L . 

relates to the above named officer is hercby cancelled .) 
CHADHA , GSO II promoted . 

G , SEN , Under Secy , 
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No , 2469 , dated 29th Sep.. 1965.- - The President is pleased Hav, Pandurang Shindo (No. 2730936 now JC -35195) , 27th 
to make the following promotion : 

Aug. 1965 . 
REGULAR ARMY 

REGULAR ARMY 
Permanent Regular Commission 

Army Ordnance Corps 
Army Medical Corps 

To be Naib Subdrs . 
Colonel to be Brig . ( Specialist Cadre ) 

Hav . Amn. Technician K . Gopalan NAIR (No . 6860342 now 
M , M . SHRINAGESH (MR -186 ) ( 1665 ) , 30th Mar . 1964 . SC - 35236 ) w .e .f . 1st May 1965 with antedate seniority without 

K . C . JAIN , Dy. Secy. 

effect on pay and allowances w . e . f. Ist November 1963 , 

Hlav, Amn, Technician Prabash Chandra GUPTA (No. 
No. 2470 , dated 28th Sep . 1965 . — The President is pleased 6860464 now JC - 35237 ) W . c .f . 11th May 1965 with antedate 
to make the following promotions - 

seniority without effect on pay and allowances w . e .f . 1st 

November 1963 . 
TERRITORIAL ARMY 
Infantry 

Hav. Amn. Technician Bisban DASS ( No. 6860488 Dow JC 

35238 ) w . e .f. 1st May 1965 with antedate seniority without 
To be Subedars 

effect on pay and allowances w .e .f . 1st November 1963. 
Naib Sub . JAMNA DASS ( TJ-802 ) , Naib Sub . SARDAR 

Hav . Str . Toch . ( OS & C ) Hukam SINGH (No. 6836986 
SINGH ( TJ - 661 ) and Naib Sub . GURBHAGAT SINGH ( TJ 

now JC - 35239 ) , Hav . Stm . Tech . (MT ) Kshitish Chaodra 
842 ), Ist Jan . 1965 . 

BOSE (No. 6855090 now JC - 35240 ) and Hav , Stm . Tech . 
Naib Sub . A . K . DUTTA ( TJ-510 ) . Naib Sub . G . C . ROY (MT ) Dharam SINGH (No . 6846186 now JC - 35241 ) w .e . f. 
( TJ - 546 ) , Naib Sub . S . CHAKRAVARTY ( TJ - 509 ) , Naib Suh . Ist May 1965 . 
P . L . BHATTACHARJEE ( TJ- 545 ) , Naib Şuh . A , ARAVIN 
DAKSHAN ( TJ-686 ) , Naib Sub . L . HMAR ( TJ- 706 ) , Naib 

Hav , Stm . Tech . ( AMN . ) T , K , PHILLIPOSE (No . 
Suh , C . LUSHAI ( TJ- 709 ) , Naib Sob . H . LAKHER ( T ) . 

6846210 now JC - 35242 ) W .c .f . 5th May 1965 with antedate 
710 ) and Naib Sub . S . K . NAG ( TJ- 792 ), 1st Feb . 1965 . 

seniority without effect on pay and allowances w .c ,f. 1st May 

1965 . 
Naib Sub . J . D . ASTAPATT ( TJ- 857 ) , 1st June 1965. 

Hav. Stm . Tech . (GS& C ) Laj Pat RAI (No. 6846203 now 
Naib Sub . P . RAGAGOPALAN ( TJ -736 ) and Naih Sub . 

JC - 35243 ) w . e . f , 1st May 1965 . 
G . S , NAIR ( TJ- 737 ), 5th July 1965. 

Hav. Stm . Tech . (MT ) Anant RAM (No . 3432618 now 
GANESH SWARUP , Under Secy. JC - 35244 ) w . e . f . 3rd May 1965 with antedate seniority without 

effect on pay and allowances w .e . f . 1st May 1965 . 
No. 2471, dated 4th Oct. 1965 . — The President is pleased Hav. Stm . Tech . (GS& C ) Bhabani Prosad ROY (No. 
to make the following promotions : 

6846254 now JC - 35245 ) and Hav . Stm . Tech . (MT) Attar 
REGULAR ARMY 

SINGH (No. 6846293 now JC -35246 ) w .cf, 1st May 1965. 

Hay, Dvr. (MT ) Bal Krishna AKOTKAR (No. 6867523 
Infantry 

now JC - 35247 ) w . e . f. 11th July 1965 with antedate seniority 
The Grenadiers 

without cffcct on pay and allowances w .e . f. 1st May 1965. 
To be Subdr. 

REGULAR ARMY 
Naib Suhdr. Hazari Lal ( JC -13593 ) , 1st July 1965 

Army Medical Corps 
3 GR 

To he Substuntive Subedar Maior Mental Nursing Asstt . 
To he Subdr. 

P / A / Sub /Maj/MNA ATMA SINGH (JC -3318 ), 1st Mar . 
Naib Subdr . Champha Sing Gurung ( JC - 16800 ) , 20th Dec , 

1964. 
1964 . 

P /A /Suh / Maj/MNA LAXMI NARAIN DUBE ( JC 
11 GR 

41002 ), Ist Mar. 1964. 
To he Sub. Mai. 

To be Substantive Subedar Malor Oprarion Boom Asstt. 
Sub . Purnabahadur Limbu (JC -2767 ) . 31st Aug. 1965 . 

P / A / Sub /Maj/ ORA RAM LAL (JC -4477 ) , 1st Mar, 1964. 
To he Suhdr. 

REGULAR ARMY 
Naib Subdr. Dhanpal Rai (JC - 17836 ), 31st Aug. 1965 . 

Short Srvice Regudar Commission 
The Sikh Regt. 

No . 2473 , dated 28th Sep . 1965, - - The President is pleased 
To he Suhdrs. 

to permit the undermentioned officer to relinquish his Provi 

sional Emergency Commission w .e .f. 9th Feb . 1964 consequent 
Naib Subdr . Harnam Singh (JC - 14119 ) , 22nd July 1965 . 

on his simultaneous appointment to Short Servicc Regular 
Naib Subdr . Satwant Singh ( JC - 16017 ) . 26th July 1965 . 

Commission — 5 years under Al 11 / 9 /63 w .e . f, 9th Feb . 1964 
Naib Subdr . Sohan Singh ( JC - 13276 ) , 13th Aug. 1965 . 

with seniority for pay and promotion w . e . f . 9th Feb , 1962 
Naib Subdr. Parkash Singh ( JC -13541 ) , 15th Aug. 1965 . 

under Als 11 / S / 63 and 126 /51 as amended by Corrigendum 

No , 67 / 59, By virtue of two years antedate granted he is 
The Kunigon Regt. 

promoted to the rank of Lt. w . e f. 9th Feb . 1964 : 
To be Suhdr. 

Srinivasan KRISHNAMACHARY (EC 56133 now SS 
Naib Subdr, Dewan Singh ( JC -12900 ) , 1st Jan . 1964 . 

18247 ) E .ME. 
G . D . CHOWDHRY. Under Secv . 

G . SEN , Under Secy . 


No, 2472 , dated 27th Sep . 1965.-- - The President is pleased 
to make the following promotions : 

REGULAR ARMY 

Infantry 
The Maratha LI 

To he Naih Suhers. 
Hav . Shankar Kenjale (No. 2732096 now JC - 35187 ) , 25th 
June 1965. 

Hav. Tukaram Kamte (No. 2736791 now JC -35188 ) , 2nd 
July 1965. 

Hav , Niwarti Yadao (No. 2736409 now JC - 35189 ), 28th 
July 1965. 

Hav . Eknath Manikrao Jadhao (No. 2738042 now JC . 
35190 ) , 29th July 1965. 

Hav . Shanker Narake . (No. 2736939 now JC -35191 ) , 30th 
July 1965. 

Hav. Gangaram Sakpal (No. 2739408 now JC -35191 ) , 31st 
July 1965. 

Hav . Damodhar Phule (No. 273780 $ now JC - 35193 ) and 
Hav . Dnyanu Raskar (No, 2737806 now JC -35194 ) , 4th Aug. 
1965. 


No . 2474 , dated 20th Sep . 1965 . — The President is pleased 
to permit the undermentioned officer to retire from Army 
Service . The officer is transferred to Regular Reserve of 
Officers ( Class X ) : - . 

Brig . Shiv Dial Singh ( IC 265 ) , Engineers, 28th Aug . 1968 . 

No . 2475 . dated 20th Sep . 1965. — The President is pleased 
to permit the undermçntioned officer to retire from Army 
Service : 
Col. Joginder Singh ( IC 2009 ) . 28th Aug, 1965 . 

V . SUBRAHMANYAN , Dy. Secy . 


No . 2476 , dated 27th Sep . 1965. — The President is pleased 
to permit thc undermentioned officers to retire from Army 
Service : 

RPOULAR ARMY 

Regular Conimission 
Capt. B . S , Talwar ( IC 10269 ) Engineers, 1st Jan , 1964 . 
Maj. Shiv Singh ( IC 2941) Signals, 2nd Dec . 1964 . 


- 
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No. 2477 , dated 27th Sep . 1965 .-- - The President is pleased mentioned Labour Officer assumed charge of his duties in 
to grant further extension of service to thc undermentioned Central Ordnance Depot CHHEOKI w . e . f . the date indicated 
officer who was re - employed under AI 6 / 8 / 57 w . e . f. 27th Jan , against his name : 
1959 vide M , of D . Nota . No. 541 , dated 9th Mar , 1959 

Army Ordnance Corps 
published in the Gazette , dated 21st Mar . 1959, under the 
authority of Govt. of India . M . of D . letter No . 80693 / AG / Shri RAMESH JI DHAWAN , 10th Sune 1965 ( F .N .) , 
PS2 ( a ) / 592 / D ( AG -II ) , dated 13th Feb . 1963 , for the period 

K . V . RAMANAMURTHI, Under Secv. 
mentioned against his name : 

Capt. B . B . CHANAN ( IC 9563 ) Inf., w . e .f . 17th Jan . 1965 
to 16th Jan , 1966 , 

No. 2488 , dated 29th Sep . 1965 . - - The undermentioncd 

Civilian Assistant Security Officer has been confirmed from the 
No, 2478 , dated 28th Sep . 1965.- — The President is pleased 

date mentioned against him : 
to grant further extension of service to the undermc tionech 
officer who was re - employed under AI 6 / S / 57 w . e . f. 1st Mar . 

Corps of EME 
1960 vide M , of D . Notn , No. 926 , dated 16th May 1960 

Shri MAKHAN SINGH KAHLON . 1st Apr, 1960 . 
published in the Gazette , dated 28th May 1960 , under the 
authority of Govt. of India , M . of D . letter No. 8069 / AG / 

N . RANGARAJAN . Under Sccy . 
PS2 ( a ) / 592 / D ( AG - II ) , dated 13th Feb . 1963, for the period 
mentioned against his nunie : 

No. 2489, dated 27th Sep . 1965. The undermentioned 
Captain BHAGWANSINGH THAKUR ( IC 2208 ) Inf., 

officer was removed from the Reserve with effect from the 
w . e. f. 1st Feb . 1965 to 31st Jan . 1966 . 

date shown against his name : 
No. 2479, dated 27th Sep . 1965 . — The President is pleased 

Regular Reserve of Officers ( Class A ) 
to grant further extension of servico to the undermentioned 
officer who was re - employed under AI 6 / 8 / 57 w .c .f . 11th Apr . 

2 / 1.t . I S . Bhindra ( RR - 23 ) Artillery . Ist May 1965 . 
1960 vide M , of D . Notn , No , 1547 , dated 1st Aug, 1960 

G . SEN , Under Secv. 
published in the Gazette , dated 13th Aug . 1960 , under the 
authority of Govt. of India , M . of D . letter Ne, 80695 / AG / 
PS2 ( a ) / 592 / DA ( AG - II ) , dated 13th Feb , 1963 , for the period 

No . 2499 , dated 28th Sep , 1965. - The President is pleased 
mçptioned against his name : 

to permit the undermentioned officer to retire from service : 
Capt. Naranjan Singh BHASIN ( IC 9254 ) Inf., w .e.f , 20th 

TERRITORIAL ARMY 
Jan , 1965 to 19th Jan , 1966 , 

Territorial Commission 
No. 2480 , dated 27th Sep . 1965. — The President is pleased Cipt. K . S. K . Urs ( TA -40433 ) , Artillery , 4th July 1965 . 
to grant further extension of sorvice to the undermentioned 
officer who was re - emploved under AI 6 / S /57 w .e .f. 1st July 

GANESH SWARUP, Under Secy . 
1960 vide M . of D , Notn . No. 1794 , dated 5th Sen . 1960 
published in the Gazette . dated 17th Sep , 1960 , under the 
authority of Govt. of India . M . of D . letter No. 80695 / AG / 

No 2491 dated 7th Oct 1965. — The following Army 
PS2 ( a ) / 592 / D ( AG - II ) , dated 13th Feb . 1963, for the period officers and other personnel have also becn declared killed in 
mentioned against his name : 

action whilo fighting against Pakistani invaders in August 
Capt. Nand Singh SANDHU ( IC 9493 ) . Inf., w . o . f. 11th 

September , 1965 : - . 
Feh . 1965 to 10th Feb . 1966 . 

ROLL OF HONOUR 
No. 2481, dated 27th Sep . 1965. - The President is plcaseil IC -3351 Lt Col HK Gupta The Dogra Regiment 
to grant extension of service to the undermentioned offices who 

IC - 5054 Lt Col SC Joshi Armoured Corps 
was re -emploved under AT 6 / 8 / 57 w . e .f.. 28th Jan , 1961 ville 
M , of D . Notn . No , 886 dated 21st Apr . 1961 published in 

IC - 2312 Maj Prom Dass Gorkha Rifles 
the Gazette, dated 6th May 1961 for the period mentioned TC - 9745 Maj P Choudhuti Madras Rogimont 
against his name : 

IC - 11072 Maj Ranbir Singh Punjab Regiment 
Capt. RAGHBIR SINGH (IC 9507 ) . Inf., w . e. f . 28th Jan . 

IC - 9725 Maj Darshan Singh Dogra Regiment 
1965 to 31st Dec. 1965 . 

IC - 7677 Maj SR Manoke 8 Gorkha Rifics 

( C - 11058 Capt P Narayan Artillery 
No. 2482 . dated 27th Sep . 1965. - The President is pleased 
to grant extension of service to the undermentioncd officer who 

IC - 14761 Capt MR Naniwadkar Artillery 
was re - emploved under AI 6 / S / 57 w . e . f ., 16th Feb , 1967 IC - 14571 Capt RP Gaur 

Jat Ragiment 
vide M . of D . Notn . No . 2289 , dated 1st Oct . 1962 published IC - 10487 Capt Surjit Singh Sikh Regiment 
in the Gazette . dated 13th Oct, 1962 for the period mentioned 

IC - 14289 Capt BV Rao 

8 Gorkha Rifles 
against his name : 

EC - 54232 Capt Lal Singh 

Artillery 
Capt. Yado Nath BAKSHI ( IC 13129 ) Inf., w . e.f. 16th Fch , IC - 14169 Lt Balram Parah Para Rcgiment 
1965 to 15th Feb , 1966 . 

IC - 16043 2 /Lt Vinay Kaistha Armoured Corps 
G SEN . Under Secy. EC - 56634 2 /Lt TS Kotnis 

Artillery 
EC - 55344 2 /Lt Ramesh Chand Artillery 

EC - 52790 2 /Lt KS Hebbar Corps of Enginçers 
No. 2483 . dated 28th Sep . 1965. - - The undermentioned EC - 54352 2 / Lt Gurcharanjit Punjab Regiment 
officer is granted the local rank of Colonel without effect on 

Singh 
Pav and pension during his appointment as OC Record Office 

EC - 52822 
and Recruiting Oncer for Gorkhas. Kunraghat : 

2 /Lt SS SIROHI Armoured Corps 

EC -57194 2 / Lt Padmakshan Artillery 
Lt. Col. RANJIT SINGH ( IC 1441 ) 4 GR , 26th Feb . 1965 . 

Arakalath 
No. 2484 , dated 29th Sen . 1965 . — The President is pleased EC - 57074 2 / Lt HS Chauhan 

Corps of Engineers 
to grant the local rank of Col .. to the undermentioned officer . EC -53556 2 /Lt Bihari Singh Rajput Regiment 
without effect on pay and pension , w . e. f . 6th Sep , 1965 , whilst 

EC -58977 2 /Lt Surinder Khanna Kumaon Rcgiment 
specially employed ; 

EC - 56137 2 /Lt SR Bakshi 

J & K Rifles 
Lt. Col. A . N . Jatar ( IC 1523 ) , M .V .C ., C .I. H . 

ARMOURED CORPS 
No . 2485, dated 20th Sep . 1965. - The undermentioned 
officer is granted the local rank of Colonel, without effect on JC - 18114 

Kartar Singh 
nay and pension , whilst emploved as Military Attache to the 

1017010 Dfr 

Guman Singh 
Embassy of INDIA , ADDIS ABABA (ETHIOPTA ) : 

1011471 Dfc 

Balbir Singh 
Lt. Col. S . K . DHAR ( IC 1819 ) RAJ RIF ., 24th July 1965 . 

1011950 Dfr 

Rajvir Singh 
No. 2486 , dated 20th Sep . 1965 . - The undermentioned 1028728 Swr 

Ram Singh Chauhan 
officer relinquished the local rank of Colonel enanted to him 1035806 Swr 

Amar Chand 
vide Ministry of Defence Notification No. 1830 , dated 6th 
Aug, 1962 published on 25th Aug. 1962 : 

DOGRA REGIMENT 
Lt Col. R . N . R . SAWHNY (IC 1952 ) SIGNALS, 7th Auc . JC -18231 Naib Sub 

Tota Ram 
1965 . 

3932639 HAV 

Rrij Lal 
V . SUBRAHMANYAN . Dy. Secy. 3940995 CHM 

Sarwan Singh 
3944745 L /Hav 

Brahm Chand 
3942550 L /Hay 

Ranjha Ram 
No . 2487 , dated 27th Sen , 1965 . — Having been appointod in 

3944298 NK 

Anchal Singh 
the Central Pool of Labour Oficers by the Government of 

9345480 NK 

Mangat Ram 
India , Ministry of Labour and Employment, the under 
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3945927 Nk 

Prem Singh 3146559 

Kalyan Singh 
3943161 NK 

Ravindera Dass 3148086 

Dalel Singh 
3946992 Nk 

Bishandar Singh 3151775 

Sher Singh 
3947033 L Nk 

Rajinder Pal 3145992 Sep 

Gabdoo Ram 
3947540 LNK 

Madho Prashad 3152333 Sep 

Karam Singh 
3946059 LNK 

Ram Prakash 3151700 

Jaipal Singh 
3949335 L Nk Kuldip Singh 3151716 

Ram Singh 
3949821 LNK 

Kashmir Singh 3151049 

Suba Singh 
3946867 L Nk 

Bihari Lal 3143641 

Ram Kishan 
3954276 Sep 

Dihain Singh 3145303 

Mangali Ram 
3954866 Sep 

Bartu Ram 3151031 

Siri Ram 
3956313 

Narain Singh 3144212 

Dharamvir Goyat 
3958232 Sep 

Kchar Singh 3139527 Ser 

Ishwer Singh 
3948485 Sep 

Sulig Ram 3144660 Sep 

Ishwar Singh 
3949072 Sep 

Mohar Singh 

3149157 Scp 

Mahabir Singh 
3951343 Sep 

Sukh Ram 
3953578 Sep Uttam Singh 

JAMMU AND KASHMIR RIFLES 
3953772 

Sher Singh 13713704 Nk 

Puran Singh 
3955505 

Tulsi Ram 13719672 LNK 

Gian Bahadur Chhetri 
3955779 

Jagan Nath 13719199 L Nk 

Sat Pal 
3955959 Ser 

Dovi Chand 13725740 Rin 

Amar Singh 
3757318 

Shiy Ram 13725326 Rin 

Gian Chung 
3959317 Sop 

Beli Ram 

13724909 Rfn 

Tara Singh 
13720273 Rfn 

Narayan Pradhan 
GARHWAL RIFLES 

13721340 Rin 

Subhan Singh Pun 
4031391 Hilv 

Bhim Singh Rawat 

13725090 Rfn 

Pritam Singh 
4029967 CQMH 

Hukum Singh Sajwan 

13720604 Rin 

Lashkari Ram 
4037762 L Nk 

Manbir Singh Rawat 13722724 Rfn 

Tirath Ram 
4037637 L Nk 

Partup Singh Negi 13724051 Rfn 

Karnail Singh 
4042166 Ron Puran Singh Negi 13722503 Rin 

Sham Lal 
4038205 Rin 

Shyam Singh Panwar 13720823 

Gurbachan Singh 
4041867 Rin 

Asar Singh Rana 13722226 

Premi Chand 
4040547 Rfn 

Rudar Singh Negi 13724098 Kfn 

Chhota Ram 
4038220 Rfn 

Daya Nand Malkoti 13722961 Rin 

Ashok Kumar 
4041585 Rfn Abtar Singh Kandari 

13723720 Rin 

Roda Ram 
4038637 Rfn 

Lakhan Singh Rana 13723863 Rfn 

Jaswant Singh 
4044866 Rfn 

Dalip Singh Rawat 

13725793 Rfa 

Shish Ram 
4043961 Rfn 

Chhotiya Singh 
Guşain 

KUMAON REGIMENT 
4038237 Rfn Mahendar Singh Negi 4141048 Hav 

Debi Prakash Singh 
4040994 Rin Bhuru Singh Rana 

4142508 NK 

Napkai Singh 
4042722 Rin Girdhari Prasad 4143073 Nk 

Khushal Singh 
Naithan 4144088 Nk 

Ram Kumar 
4141868 Nk 

Har Singh 
1 GORKHA RULES 

4145491 L Nk 

Ram Singh Yadav 
4143521 L NK 

Dan Singh 
5032994 Rin Ranbahadur Thupu 4142715 Scp Ck 

Sis Ram 
4151866 Scp 

Kharak Singh 
3 GORKHA RIFLES 

4146919 

Vishwa Dev Singh 
4149721 

Satya Pal Singh 
5234008 LNK Hurka Bahadur Ranil 4145307 

Rohtash Singh 
5236455 Rfn 

Lal Bahadur Pun 4148860 

Avtar Singh 
5236700 Rin 

Budhi Gurung 4148518 

Ram Sarup 
5238154 Rfn 

Bal Bahadur Thapa 4149705 

Jagmal Singh 
5236662 Rfn 

Gam Bahadur Thapa 4154299 Sep 

Ram Kumar Singh 
$ 237584 Rfn Jugat Bahadur Gurung 4154322 

Ram Singh 
5238176 Rfn Dul Bahadur Rani 4152163 Sep 

Ratan Singh 

MAHAR REGIMENT 
4 GORKHA RIFLES 

JC - 15737 Sub 

Nathu Khobragade 
5334107 Hay Ganesh Bahadur 4530381 CHM 

Shankar Powar 
Gurung 

4533439 CHM 

Devi Das 
5330888 L Hav 

Bhakta Bahadur 4533927 Nk 

Gangadhar Sadashive 
Gurung 4533504 Nk 

Shunkar Kadam 
5337363 Rin Lok Bahadur Thapa 4534249 NK 

Hari Jadhav 
5337424 Rfi 

Dhaslal Gurung 4535358 Nk 

Maruti Kamble 
5337493 Rfn 

Kipa Tshering Lepcha 

4534478 L NK 

Ganpat Kamble 
55338302 Rin 

Lil Bahadur Rana 4534139 LNK 

Tatoba Sadamade 
$ 338762 Rf1 Ganga Prasad Roke 4534221 L NK 

Bhiwaram Kaşaro 
4535250 Sep 

Gulab Kate 
JAT REGIMENT 

4538563 

Dhondi Ram Dede 

4538577 
3132857 Naib Sub 

Mahadeo Kamble 
Zile Singh 

4538579 
3138966 Naib Sub 

Sanipat Waghmare 
Hanmat Singh 4538592 

Chandrakant Kamble 
3135915 Naib Sub 

Ram Kishan 

4538596 Sep 
3133178 Hay 

Basappa Mahar 
Pirthi Singh 

9208730 
3142699 L Nk 

Khan Chand 
Prakash Chand 2753208 

Sid Ram 
3142546 L Nk Mahabir Singh Ranu 4535355 

Sakharam Kamble 
3142522 L Nk 

Birbal 4535744 

Ram Hari 
3149656 

Ram Swaroop 

4336446 
3145872 

Ekoath Gaikwad 
Sep Rugu Ran 

4536459 
284GI/65 

Sridhar Sonavane 
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4536469 Sep 

Maruti Kamble 

No. 2494 , dated 3rd Oct . 1965 . — The undermentioned 
4536560 Sep 

Banei Lal Dano 

offlcer expired : 
4536669 

Dhondu Jadhav 

Shri P . L . Kumar , Permt. Deputy Director and olfg , joint 
4537642 

Sakharam Mohite 

Director , Military Lands and Cantonments — 25th Aug. 1965. 
4537653 Pandurang 

S . P . MADAN , Under Secy . 
4537684 

Jagan Nath Chandan 

shive 
4537697 Sep Hanmant Kamble 

(NAVY BRANCH ) 
4537699 Sop Namdoo Chavan 

No . 2495, dated 28th Sep . 1965 . — The President is pleased 
4537704 Sep 

Anant Meshram 

to make the following appointment : 
4537750 Sep 

Jagannath More 

Shri M . D . PRASAD , pernt. Asstt . Naval Store Officer to 
4537771 Scp 

Dhanapal Latkar 

be offg . Dy, Naval Store Office vice Shri T . A . Harihar on 

33 days leave , 7th June to 9th July , 1965 . 
MARATHA LIGHT INFANTRY 

N . RANGARAJAN , Under Secy . 
2742996 

Ganpati Chavan 
2747866 Sep 

Babu Kadam 
2752951 Namdeo Deokar 

( AIR BRANCH ) 
2746849 

Baban Falke 

No , 2496 , dated 26th Sep . 1965. — The President is pleased 
PUNJAB REGIMENT 

to Tant Permanent Commission ( on probation ) to the under 
2438249 Naib Sub 

Thakar Dass 

mentioned , under A . F . I. 49 / 51 as amended read in conjunction 
2439667 

with Govt. of India , Min . of Defence letter Nos . Air HOI 
NK 

Santokh Singh 
L NK Bahadur Singh 

6765 /42 / PO2 / 5814 / D ( A ), dated 28th Apr , 1952 
2442107 

and Air 
HO / 22311/ 20 / PO3 / 1758 / DIA - III ) , dated 26th February, 
LNK 
2442784 

Sikandar Paul 
2444844 L NK Sukhdoy Singh 

1965 as amended : 
3347661 Bakhshish Singh 

Indian Air Force 
2448279 Sep Jagdish Chand 

G .D . ( P ) Branch 
2448299 Scp Pan Singh 

( Ex -Fit , Cdts . to be Pilot Officers ) 
2447436 

Mohinder Singh 

Samuel Jaiwant ÇLIVE ( 8661 ) . Girish Chandra MEHRA 
2445152 Sop 

Bishan Dass 

( 8664 ) , Kanal Kumar MALHOTRA ( 8669 ) , BHUPINDER 
2448286 

Bhagat Ram 

SINGH ( 8671 ) , Joseph Peter SALDANHA ( 8672 ) , Dharam 
2451995 

Jit Singh 

Dey BHARAL ( 8677 ) , Subhash BHARGAVA ( 8685 ), 
2448209 

Sagli Ram 

Ashutosh Kumar TRIPATHI ( 8686 ) , Devender Kumar 
2450620 Sep Kewal Singh 

SHARMA ( 8689 ) , Joseph Chrysologo MENDES ( 8691 ) , 
2444505 Son 

Ishar Dass 

Raymond Henry Christopher VAZ ( 8701 ) , Sbrikrishna Gaja 
2450062 Sep 

Sukhdev Singh 

nan KHONDE ( 8706 ) , Mukund Shridhar UPADHYE ( 8708 ) . 
2450737 

Lohari Ram 

Decpak Sharadchandra KARNIK ( 8719 ) . Makam GOPAL 
2445486 Sep 

Sarwan Kumar 

RAO (8721 ) . Balbir Jodh SHINH (8722 ), SATWANT 
2450458 Sep 

Brita Ram 

SINGH ( 8723 ) , Ravinder Singh SODHI (8737 ) , Shailendra 
2448600 Sep 

Harnesh Lal 

Nath BAJPAL ( 8741 ) , Rama Kant AGRWAL (8742 ) , Barna 
2452338 Sep 

Moti Ram 

bas Geoffrey PAUL ( 8746 ) , Visvanathan NAGARAJAN 
ELECTRICAL MECHANICAL ENGINEERS 

( 8753 ) , Purushottam Singh UPMANYUE (8758 ) . Calathur 

Rangaswamy GOPAL ( 8763 ) . Chidambaram Sarangapani 
7016249 Hav Veh Mech 

Vijai Ram 

CHANDRASEKARAN ( 8768 ) . SURESH CHOUDHRY 
6995186 Hav Voh Mechi 

VS Narayana Raju 

( 8773 ) , , Baijnath TIWARI (8774 ) and Narasimha Kishore 
7025167 Hav Voh Mech 

A Guruswamy 

BRUNDAVANA ( 8778 ). 1st Aug . 1964 . 
7040275 Hav Cik 

John Ko 
7041617 NK CIK 

Sher Singh 

Shyam Sunder Singh CHAUHAN ( 8780 ), 2nd Aug . 1964 . 
7031800 Cfn Veh Mech (AFV ) Darshan Singh 

No. 2497 , dated 1st Oct. 1965. — The President is pleased 
7056622 Cfn Veh Mech 

Nafo Singh 

to grant Permanent Commission (on probation ) to tho under 
7056835 Cfn Voh Moch 

Swapan Kumar Sinha mentioned , under A . F . IS . 49 / 51 and 23 / 48 as amended read 
Roy 

in conjunction with Govt. of India Ministry of Defence letter 
7042958 Cfn Veh Mech 

Mohindr Singh Hect Nos , Air HQ / 6765 / 42 / P02 / 5814 / D ( A ) . dated 28th Apr. 
7051751 Cfn Vch Mech 

Sureh Chandra Shukla 1952 and Air H0 / 22311 / 20 / PO3 / 1758 / DCA - IU ) , dated 26th 
7043394 Cfn Veh Mech Mcharwan Singh 

Feb . 1965 as amended : 
7070178 Cfn Elect MV Obbineni Sreenivasulu 

Indian Air Force 
Reddy 
7040822 Cfn Fittor Swaran Chand 

G .D . ( P ) Branch 
7083861 Sep Dyr (MT) Nathu Singh 

(Ex-Fli . Cdis . to be Pilot Officers) 
7056665 Sep Dyr 

Risal Singh 

Bharat Bhushan SONI ( 9392 ) . Kunwar Mahendra Singh 
7076175 Sep Dvr 

Giridhar Nath 

TOMAR ( 9393 ) , Vipin ARORA (9394 ), GURDIP SINGH 
7060504 Sep Dyr (MT) 

Puran Singh 

( 9395 ) . Nambi RANGACHARI ( 9396 ) . HARINDERPAL 
7023216 Sep 

Azmat Singh 

SINGH ( 9397 ) , Mohinder Singh RANDHAWA ( 9398 ) , Pra 
S . DEVANATH , Dy. Secy . 

kash Damodar MALWANKAR (9399 ) , Gurchran Singh 

KANG (9400 ) , Natarajan SENTHILNATHAN ( 9401 ) , Debo 
No. 2492 , dated 28th Sep . 1965 .- Corrigendum . - In M . of broto ROY ( 9402 ) . Kushal Pal SINGH ( 9403 ) . Dellinder 
D , Notn . No , 1292 dated 21st May 1963 under the heading Jaswant Singh KOLHI ( 9404 ) , KULDEEP NARAIN ( 9405 ) , 
" REGULAR ARMY " and sub heading " Havs ( Clerk GD ) to 

Gursaran Singh GROVER ( 9407 ) , Krishan Kumar KERPAL 
be Jems ( Clerk GD ) " for " Ramrao Shamrao NAGAKAR (No . 

( 9409 ), Mahesh Chandra GUPTA (9410 ) , Kishori Prasad 
6632682 now JC - 20972 ) " read " Ramrao Shamrao NAGAR 

KAR ( 9411 ) , Prakash Nath SHARMA ( 9412 ) , Samar Bikram 
KAR (No . 6632682 now JC -20972 ) " . 

SHAH ( 9413 ) . SHANKAR ROY ( 9414 ) , Ravinder Kumar 

PURI ( 9415 ) , Sarbjit Singh AHLUWALIA ( 9416 ) , ISHWAR 
C . V . NARAYANAN , Under Secy . 

SINGH (9417 ) , Sarv Jit Singh SIDAN ( 9418 ) . Surinder 

Singh BALI ( 9420 ) , Thirumalai Ahobalacharya ANANTHA 
M . L . & C . SERVICE 

PADMANABHAN (9421 ) . Dennis Rajinder HARRISON 
No. 2493 , dated 28th Sep . 1965. — The President is pleased ( 9422 ) , Odpal PHUNTHSOG (9423 ). Fali Jal IRANI 
to make the following appointment : 

( 9426 ) . Balwinder Jit Singh SANDHU ( 9427 ) . Chakravarti 
Sanitary Supdt, ( Class 111 ) Cantonment Fund Service to be Zorawar Singh SANDU (9428 ) , Suresh Premchand MALKANI 
tempy , Class 1 Officer 

( 9429 ) , MOHINDER SINGH ( 9430 ) , Ashok Kumar DAS 
Shri Kantanath Govind Bhide from 5th November , 1963 to GUPTA ( 9431 ) , Rajendra Singh TONDON ( 9432 ) , Sudhir 
18th Novombor , 1963 . 

Diwakar MANJREKAR ( 9433 ) , Peter Carl Francis D SOUZA 
N . RANGARAJAN , Undor Secy. ( 9434 ) , Raman Kumar KOCHHAR ( 9435 ) . Surinder Singh 
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cation No. 1764 , dated 16th July . 1964 published on 1st Aug . 
1964 in yo far as it relates to this oflicer is hereby cancelled . ] 

G . SEN , Under Secy . 


CHEEMA ( 9436 ) , Kamal Shum Sher RANA ( 9437 ) , 
NARESH CHANDER ( 9438 ) , ABHRES MUKHERJEA 
19439 ) , PRAMODE SAHNEY ( 9440 ) , HARVINDER SINGH 
( 9441 ) , Pradeep Madhukar MUKHEDKAR (9442 ) , Lakhin 
der Pal Singh PANNU ( 9443 ) , NARINDER SINGH ( 9444 ) , 
Swсesh Mohan NANDA (9445 ) , Subodh Kumar RASTOGI 
(9446 ) , Ramesh Chander GOSAIN (9447 ) , Anilkumar Damo 
dar BHINGARKAR ( 9448 ) , Dhrubadev MUKERJEE ( 9449 ) . 
JAGDISH SINGH ( 9450 ) and Mohan Vinayak GORE 
( 9451 ) , 16th May 1965 . 

Ranajit Narayan BISWAS ( 9424 ), 21st May 1965 . 
Hanspal Singh GILL ( 9408 ), 16th June 1965 . 

K , P . RABINDRANATHAN , Under Secy. 


No. 2501, dated 28th Sep . 1965 . — The President is pleased 
to transfer the undermentioned officer to the Regular Air 
Force Reserve in the substantive rank of Fg. Offr, on his 
release from the Regular Air Force w .e .f. 7th Jan , 1965 . 

Indian Air Force 

G . D . ( P ) Branch 
Fg. Ofſt . P . M . Jog ( 7294 ), 7th Jan . 1965 10 6th Jan . 1970 . 

No. 2502 , dated 22nd Sep . 1965. — The President is pleased 
to promote the undermentioned Flt . Lt. to the subs . rank of 
San . Ldr . 

Indian Air Force 

G . D , ( P ) Branch 
B . K . Bishnoi ( 4594 ), 14th Oct . 1964 . 

K , P , RABINDRANATHAN , Under Secy . 


No. 2498 , dated 27th Sep . 1965. On secondment to the 
IAF , the President is pleased to grant temporary commission 
( on probn . ) to the undermentioned A . M . C . officers : 

Indian Air Force 

Medical Branchi 
To be Fr . Offs. ( on prohn . ) 


(Miss ) Scolam Lakshmi MRUNALINI ( M - 30541 ) ( 8091 ) 
EC , 29th Dec . 1963 with seniority for pay and promotion from 
22nd June 1963 ( includes 6 months and 7 days antedate which 
will not count for gratuity ) . 

(Miss ) Usha Rani Chowdhury ( M - 30516 ) ( 8096 ) EC . 29th 
Dec . 1963 with seniority for pay and promotion from 5th Jan , 
1961 (includes 2 years 6 months and 175 days antedate which 
will not count for vatuity ) . 

[Gazette of India , Ministry of Defence ( Air Branch ) Notifi 
cation No . 1620 , dated 6th July , 1964 published on 18th July . 
1964 in so far as it relates to these officers is hereby cancelled . I 
Girvar Singh Bareth (M -30628 ) ( 9589 ) EC , 17th Apr. 1965 . 

G . SEN , Under Secy . 


No. 2503 , dated 27th Sep . 1965 . — The President is plcased 
to make the following promotion : 

Indian Air Force 

Dental Branch 

San . Ldr. to he W8. Cdr. 
C . BARRETTO ( DR -10022 ) ( 5232 ) PRC , 14th Feb . 1965 . 

Flt. Lt. 10 he San . Ldr. 
S. K . TANEJA (DR - 10059 ) ( 5764 ) PRC . 30th Jan . 1965 . 

FR . Off . to be Plt. Lt. 
A , C , SHARMA (DS -11135 ) ( 6684 ) SSRC . 21st Feb . 1965 . 

G . SEN , Under Secy. 


No . 2499 , dated 26th Sep . 1965 . — The President is pleased 
to grant Provisional Short Service Commission in the rank 
of Pilot Officer to the undermentioned under A . F . I . 5 / S /63 : 

Indian Air Force 

Tech , ( Eng .) Branch 
Rajnish PRAKASH ( 7996 ) , 21st October, 1963 . 

K . P . RABINDRANATHAN , Under Secy . 


No. 2500 , duted 27th Sep . 1965. Consequent on the grant 
of Emergency Commission to the undermentioned A . M . C . 
officer with effect from 1st Jan . 1963 , the President is pleased 
to revise his seniority for pay and promotion as follows from 
that date : 

Indian Air Force 

Medical Branch 
Kapal Dev DATTA (MS-6773 now M - 30007 ) (6865 ) as Fg. 
Off , ( on probn . ) with seniority for pay and promotion from 
4th Oct . 1957 ( includes 4 years 6 months and 270 days ante 
date which will not count for gratuity ) and as Flt . Lt. ( on 
probn . ) from 1st Jan . 1963 with seniority from 4th Oct . 1958 . 

(Gazette of India , Ministry of Defence ( Air Branch ) Notif 


No. 2504 , duted 22nd Sep , 1965 . - The President is pleased 
to confirm the undermentioned Plt . Offr , who was granted 
Permanent Commission ( on probation ) w . c. f, 18th April, 1964 . 
He is also promoted to the subs, Tank of Fg, Offr. w . e . f. the 
date stated against his name : -- - 

Indian Air Force 

G . D . ( P ) Branch 
R . S . Rajkumar (8450 ). 18th Apr. 1965. 

No. 2505 , dated 3011 Sep . 1965. — The President is pleased 
to release the undertentioned officer on grounds of ill health . 

Indian Air Force 

Tech / Sigs. Branch 
Plt, Offr . F . L , C . Pereira ( 7622 ) , 7th Aug , 1965 . 

No . 2506 , dated 26th Sep . 1965 . - The President is pleased 
to terminate the Provisional Short Service Commission of the 
undermentioned officer . 

Indian Air Force 

Tech . (Eng. ) Branch 
Rajnish PRAKASH ( 7996 ) , 18th Aug. 1965 . 

K . P. RABINDRANATHAN , Under Secy. 
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